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In the original publication [1], there was a mistake in Figure 4 as published. Three sub-pictures (Figure 4b–d) were the same in Figure 4. The corrected Figure 4 appears below. The authors state that the scientific conclusions are unaffected. This correction was approved by the Academic Editor. The original publication has also been updated.
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Figure 4. Microstructures of the tested samples: (a) cast sample; image plane parallel to rod axis (100× magnification); (b) cast sample; image plane perpendicular to rod axis (500× magnification); (c) SLM sample; image plane parallel to rod axis (100× magnification); (d) SLM sample; image plane perpendicular to rod axis (500× magnification). Example pores are marked with arrows. 
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